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DENOMINATION. | NO. OF #IBCES VALUE, 
Double-Eagles . | = oF y LOEOOO 
Eagles | i LIF RPS LI9DZG9GEO'O d 
Half-Eagles . . | bo pales ae. YC L365 43 0 OO 
Three Dollars : sl _ GEO i 7S 5.96 
Quarter-Eagles. fH ————_____ MG he 4 ALG 3 es do 
Doilars . (aes ele nster GAG FPS GRO « d 

Total Gold. | a rea ae aE I3 | x eget é 
DOWUOTS =. 4. ae SIMIC GFO. a L3L3092 Cod 
Half-Dollars . Hee PPS O MALES oo 
Quarter- Dollars 2) ASO AB 3 ASO 
Dimes SE C/ 6/60 eo 

Total Silver . os GM06 793): ore JF FFFIEY 5C 
Five Cents . | FE P7905 g 76 8 PLO LS 
Three Cents . fas O/GAR RY 5% 
CoN _ VUE Y) POA BEY / 9 EZ 

TotwlBasonmme ses | GEPSSO2Z ! wolaleaitelegt Ms tdgte u 
Gold ji laine eas 9934 f ZIZT/S4 09 

£ \ silver alts LIME 79S. LIES AIST LO 

2.) Base alee SYTSOZD LLY $09 3 

é Total . : IL. 7s oye ele /s S18 2625 1.53 
I hereby certify that the above statement is correct. 

MINT OF THE UNITEP STATES Gane 


Philadelphia, 





[Ed. 10-29-'83—1, 
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[Table One:] 


Mint of the United States at Philadelphia, 
Melting and Refining Department, 
Philadelphia, 

July 3, 1884 


To Superintendent, 
Hon. A. Loudon Snowden 


Statement of M & R’s settlement of Operations for year ending June 30, 1884 



































Ozs. Dec. 
Gold Total Operated 764.264.231 
Legal Allowance 764.264 
Actual Wastage 18.184 
or .024 of Allowance 
Silver Total Operated 26.370.821.45 
Legal Allowance 39 556.23 
Apparent Surplus 1.466.65 








Respectfully submitted 
N.B. Boyd 
Asst. M & R 
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[Table Two:] 


Mint of the United States at Philadelphia, Pa., 
Coiner’s Department, 












































July 2, 1884 
Statement in Settlement of the Coiner’s Account made with the Superintendent, June 30, 
1884. 
Balance GOLD due Superintendent per his and Coiner’s Ozs. 
Ledgers 3.381 | 852 
Delivered in Settlement 
Coin, Planchets, Fine Gold &c. Oz. 
2.863 | 572 
Filings Melted into Bars 485 084 
Sweep 1853 Lbs. 18 015 3.366 | 671 
Wastage 15 181 
Amount Golds Allowance Actual Percentage of | Proportion of 
Operated on. Wastage Wastage to Wastage to 
Allowance. each ounce 
worked. 
Ozs. 541.311 428 | Ozs. 270 655 | Ozs. 15 181 | 056 00003 
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[Table Three: ] 


Mint of the United States at Philadelphia, Pa., 


Coiner’s Department, 









































Silver. 
Balance SILVER due Superintendent per his and Ozs. 
Coiner’s Ledgers 334.026 | 94 
Delivered in Settlement 
Coin, Planchets, Blanks &c. Oz. 
321.240 | 97 
Filings Melted into Bars 6.129 1) 
Sweep 1853 Lbs. 564 48 327.934 | 62 
Wastage 6.092 ae 
Amount Silver Allowance Actual Percentage of | Proportion of 
Operated on. Wastage Wastage to Wastage to 
Allowance. each ounce 
worked. 
Ozs. 25.503.602 | 12 | Ozs. 25.503 | 60 | Ozs.6.092 | 32 | .2388 000238 
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Recapitulation. 
Bullion Amount operated on. Amount operated on. 
Weight. Value. 
Gold Oz. 541.311 428 | 1¢ 10.070.910 29 
Silver 25 503.602 12 | 29.495.100 65 
Total 26.041 .913 548 | $39.566.010 94 
Bullion Allowance. Allowance. 
Weight. Value. 
Gold Oz. 270 655 | $5.035 44 
Silver 25.503 60 | 29.495 10 
Total 25.774 255 | $34.530 54 
Bullion Actual Wastage. Actual Wastage. 
Weight. Value. 
Gold Oz. 15 181 | $282 20 
Silver 6092 32 | 7.089 25 
Total 6.107 501 | $7.371 45 
Bullion Percentage of Wastage to Proportion of Wastage to each ounce 
Allowance. worked. 
Gold 056 00003 
Silver 2388 000238 
Total 2369 000234 
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[Table Four: ] 


Coinage Executed at the U.S. Mint, Philadelphia, 
During the Fiscal Year ending June 30th, 1884 













































































Denomination. No. of Pieces. Value. 

Double-Eagles 54 $ 1.080 00 
Eagles 139.298 1.392.980 00 
Half-Eagles 273.046 1.365.230 00 
Three Dollars 985 2.955 00 
Quarter-Eagles L972 4.930 00 
Dollars 9979 9.979 00 
Total Gold 425 334 2.777 154 00 
Dollars 13.230.930 13.230.930 00 
Half-Dollars 8.930 4 465 00 
Quarter-Dollars 15.330 3.832 50 
Dimes 6.151.603 615.160 30 
Total Silver 19.406.793 13.854 .387 80 
Five Cents 15.374.905 768.745 25 
Three Cents 8162 244 86 
Cents 40.571.962 405.719 62 
Total Base 55.955 .029 1.174.709 13 
Recapitulation: Gold 425 334 2.777 154 00 
Recapitulation: Silver 19 406.793 13.854.387 80 
Recapitulation: Base 55.955 .029 1.174.709 73 
Total 75.787 .156 17.806.251 a 





I hereby certify that the above statement is correct. 


Mint of the United States, 
Philadelphia, June 30th, 1884 
(Ed. 10-29-’83-1,000.) 





